Eligibility  for  partial  relief  from  required  number  of  sampling  locations 

Where  owners  are  unable  to  find  a  sufficient  number  of  residential  or  non-residential 
volunteers  for  sampling  at  their  homes  or  non-residential  buildings,  requests  for  a  partial 
relief  from  the  required  number  of  sampling  locations  should  only  be  made  toward  the 
end  of  the  prescribed  sampling  period,  either  April  15  or  October  15.  Owners  must 
demonstrate  that  they  have  done  whatever  is  reasonably  possible  to  achieve  compliance 
with  the  requirement  to  secure  sufficient  sampling  points.  Where  it  is  already  known  that 
it  would  be  impossible  to  secure  sufficient  sampling  points  because  there  are  insufficient 
numbers  of  locations  in  a  certain  category,  a  request  for  a  relief  may  be  made  earlier. 

The  first  step  in  requesting  such  a  partial  relief  is  to  contact  the  ministry.  Ministry  staff 
will  determine  if  it  is  necessary  for  the  owner  to  apply  for  approval  for  a  relief,  as  there 
are  some  special  situations  where  a  relief  may  not  be  necessary.  If  it  is  necessary  to 
apply  for  approval  of  a  relief,  staff  will  explain  what  information  needs  to  be  submitted 
with  the  application.  To  discuss  partial  relief,  please  contact  Aziz  Ahmed,  P.Eng, 
Supervisor,  Approvals  and  Licensing,  Safe  Drinking  Water  Branch,  Ministry  of 
Environment,  2  St.  Clair  Avenue  W.,  19th  Floor,  Toronto,  Ontario  M4V  1L5,  e-mail: 
Aziz. Ahmed® Ontario .ca  phone:  (416)  314-4625.  For  more  general  questions  contact  the 
ministry's  Public  Information  Centre  at  1-800-565-4923. 


